
SunQuest 

gffy PRO 24RS SERIES 


BRONZE MEDAL SERIES 



The Pro 24RS home tanning bed's lamps are angled 
to make maximum use of the reflecting rays, for a 
deep, rich tan. Plus, an optional SolarMax IFT 
high speed face tanner provides extra tanning power 
to deepen facial color. 


24 Body Lamps 

• Canopy: 12 x 100 watt Wolff® lamps 

• Bench: 12 x 100 watt Wolff® lamps 

• Optional Facials: 1 x 400 watt lamp 
with SolarMax IFT facial glass 


Extruded aluminum and steel mainframe 
Bio-Tech tunnel design 
Wide, curved tanning surface 
Exclusively designed acrylic sheets 
Specially glossed aluminum reflectors 
Duramax 2000 exterior 


Exclusive Control Key Lock 
Quick Clip acrylic removal system 
Security timer 


Superflow internal cooling system 
Optional body cooling fan 


Standard warranty 

18 month bronze medal 

extended warranty 


75.75"L x 35"W x 48"H 
Recommended room size: 6* x 7' 


Your Assurance 
ofSafety 


1-220 Volt dedicated circuit 

1-20 AMP circuit breaker 

1-20 AMP NEMA #6-20R Receptacle 

Important : 

Voltage must be below 230 VAC 
or may require buck booster. 


Protective eyewear is required for indoor tanning 
and must be worn at all times. 



Call Today! 
1-888-920-5 1 60 
Visit Our Web Site at 
www. rc •etstan.com 


